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[Part III— Sec. 4] 


THE GAZETTE OF INDIA : EXTRAORDINARY 


THE INSTITUTE OF CHARTERED 
ACCOUNTANTS OF INDIA 
NOTIFICATION 

New Delhi, the 8th March, 1996 
(Chartered Accountants) 

NO. l-CA(7)30/95 ;—Whereas certain draft 
amendments to further amend the Chartered Acc¬ 
ountants Regulations, 1988 were published by the 
Council of the Institute of Chartered Accountants 
of India, as required by sub-section (3) of Section 30 
of the Chartered Accountants Act, 1949 (XXXVIII 
of 1949) read with clause (f) of sub-section (2) of 
Section 30 of the said Act, at pages 2518—2519 of the 
Gazette of India, Part ITI Section 4, dated the 2nd 
December, 1995 under the notification of the Institute 
of Chartered Accountants of India No. l-CA(7)/30/95 
dated 2)st November, 1995; 

And whereas objections and suggestions were 
invited before the expiry of a period of forty five days 
from the date on which the copies of the said Gazette 
were made available to the public; 

And whereas the said Gazette was made available 
to the public on the 7th December, 1995; 

And whereas tbc objections and suggestions re- 
received from the ofi-.me on the said draft amendment;, 
have been considered by tnc Council of the Institute 
of Chartered Accountants of India and approved by 
the Central Government; 


Now, therefore, in exercise of the powers co.v 
fered by sub-section'(l) of Section 30 of the said Act, 
the Council, with the approval of the Central 
Government, hereby, makes the following amend¬ 
ments in the Chartered Accountants Regulations, 
1988, namely ;— 

1. (1) These regulations may be called the Char¬ 
tered Accountants (Amendment) Regulations, 1996. 

(2) They shall come into force w.c.f. 1-4-1996- 

2. In the Chartered Accountants Regulations, 
1988, in regulation 6,— 

(a) in sub-regulation (3), for the words “one 
hundred fifty rupees", the words “two hun¬ 
dred and twenty five rupees" shall be subs- 
stituted; 

(b) in sub-regulation (4), for the words “four 
hundred rupees", the words “seven hundred 
rupees" shall be substituted; 

(c> in the proviso to sub-regulation (4), for the 
words “two hundred and fifty rupees", the 
words “four hundred and seventy five rupees" 
shall be substituted: 

(cl) in sub-regulation (5), for the words “four 
hundred rupees", the words “six hundred 
rupees" shall be substituted. 

G.D- KHURANA, Senior Dy. Secy. 


Mated by the Manager, Govt, of India Pros, Ring Road, Maya Puri, New Delhi-110064 
and Publiihed by the Controller of Publication*, Delhi-110034, 1996 




